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determined by the position and drop of the bell. Usually the space
occupied by the hopper, plus the drop of the bell, and clearance
below it, will leave at least 10 feet of dead space between the
charging platform and the stockline. For an 80 foot furnace this
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FUEL CONSUMPTION IN LbS. PER TON-PIG

Diagram Shewing Kelatlon Between  the  Fuel Consumption  and Rate of Combustion on
tile One Hand and the Length of Heat Intercepting Zones and Bate   of Travel of Stock
on the Other, at Various Fuel Consumptions and Bosh Ratios,
(Full Line = Bosh 2% Times Hearth Area.)
(Broken Line = Bosh 2 Times Hearth Area.)

would leave 49 feet as the distance from the bosh to the stockline.
The taper from 2i{ to 14 feet gives the inwalls a total batter
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iVVthat distance of 42 inches on every side, which is equal to o.J
l\uihchcs per foot.   The batter varies in general practice from l/2 to
I inch per foot.   This gives a total volume of 17,600 cubic feet or
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